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First National Exchange Bank 
Port Huron, Mich. 

May 12, 1893 

Director of the Mint 
Philadelphia 

Dear Sir 

I have this day forwarded you by express charges prepaid an 1804 dollar for your 
inspection. It was left by a customer of ours who wished your opinion as to its genuineness and if 
it was one of the original issue. 

After examination will you kindly return same to us by express and should it not be 
genuine the party requested that it be returned without mutilation if possible as he can return it 
and get his money that he paid for it. 

Thanking you in advance for any information you may be able to furnish us I remain. 

Very truly yours, 

H.G. Barnum 
Cash. 



